Message 



Hi Russ, 

I just received lab had been submitted to the lab for re-testing. Lisa 

Glazer and I testified for this case on April 5, 2012. Could you just give me some info on what the outcome of that trial 
was and why these items need to be re-tested? 

Thanks so much, 


Kate Corbett 
Chemist II 
Drug Analysis Lab 
Dept of Public Health 
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